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NO. 


te Emoabion? 
About two miles northwest of the bridge over the Great 
Novka River, about 1,000 feet south of the Litkle Nevka 
River and about 1,000 feet east of Kirov Prospect. 


£, hork force: 


About 200 workers, including 60 percent women, working in 


ILLEGIB 


one shift. 


o. Production: 


statements, radio eq 
Ss on which radio sets 
tled were seen in th 
grams were trucked aw 
ll sorts was stored if née MAcveria.s 


ILLEGIB 


4, Soviet officers of all branches of service almost daily 
inspected the plant. 


Bleld Comment: 


25X1X% a. Another Radio Equipment Plant No 619 
near & barracks on the Fantanka River. 


ILLEGIB» inf opmit kon HES beth 


Boricted possibility of cbservation G4s not pecport 
mation on the production of the plant to be 
However, the reported equipment of Military radio 


ILLEGIB trucks is considered credible, 


mas me onan ke fs ae 
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Little Nevka River 
\. Kirov Prospect 
Dwellings 

Two radio antenna towers 


Plant No 619 


Six-story bwick workshop with black sheet 


roof, B00 x 55 x 70 feet 


Six-story brick workshop with black sheet 


roof, 150 x 8 x 70 feet 


Materials depot, two-story brick builéing 


yellow plasterins, black sheet wtetal-roof 
ue co > 


feet 


Three-story brick workshon, black shoet 
paces Ly 


135 x 53 feet 


Brick building under construction, 65 x 3 


 Garege 
Transformer station, 33 x 13 x 13 feet 


j TIR plant 
Blektrik Plant 
Sprots grounds 

. Sawmill and luaber yard of the Llektrik. Plant. 
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Héetal roof, 
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